Beautiful  and  Historic 

GRACE  METHODIST  CHURCH,  ST.  AUGUSTINE,  FLA. 

The  Church  was  built  in  1887.  Rare  beauty  of  design 
adds  richly  to  the  antique  charm  of  the  oldest  city. 
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